MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


section:  11  Township:  9  North  Range:  2  West  Corner  ID:  Rich  S-07 

Monument  Description  &  Remarks:  Found  3/4"  (o.d.)  Iron  Pipe  at  fence  T-comer,  1.5'  out  of  ground,  at 
Center  1/4  comer  of  section.  Iron  Pipe  was  marked  with  flagging  and  metal  fence  post  1.3  ft.  to  the  south. 

References  on  file  in  the  County  Surveyor’s  Office:  Kevin  Potter  survey  of  Love  Minor 


Subdivision . 


